From: Service Desk <senrdesk@facil.umass.edu> 

Sent: Wednesday, March 02,2011 2:21 PM 

To: Hanchett, James (DPH) 

Subject: Fw: WReq Entry for Morrill I 


WO NO 11-007210-000 

**PLEASE DO NOT REPLY TO THIS EMAIL** 

PLEASE CONTACT THE SERVICE DESK @ 545-6401 IF YOU HAVE QUESTIONS OR CONCERNS 
ABOUT YOUR WORK ORDER - PLEASE HAVE YOUR WORK ORDER # HANDY 
THANK YOU, 

SERVICE DESK 
— Original Message — 

From: Bud Cobb 
To: Service Desk 

Sent: Wednesday, March 02, 2011 1:55 PM 
Subject: Fwd: WReq Entry for Morrill I 


Please create a service call work order for the FASS shop. (JPC) 


-Original Message- 

Subject:WReq Entry for Morrill I 

Date: Wed, 2 Mar 2011 13:35:53 -0500 (EST) 


FromiUMass I 
Reply-To: no-reply@wufoo.com 

To: custreq@facil.umass.edu, umappd@gmail.com 


Your name * 

Jim Hanchett 

Department * 

Mass Public Health 

Mailing address * 

Room N251 Morrill 1 


637 N. Pleasant St. 


Amherst, MA 01003 

Email * 

iames.hanchett<®state.ma.us 

Phone * 

(413) 545-2607 

Fax 

(413) 545-2608 

Building requiring work * 

Morrill 1 

Room number/location * 

N236 

Describe work requested * 

Wall clock is not working. 


l 


Folk OIG PRR 093919 


































